Re: Emergency Homeless Shelter - 682 S. Vermon... 


Subject: Re: Emergency Homeless Shelter - 682 S. Vermont Ave Parking Lot 
From: Niall Kelly <niall@hotelnormandiela.com> 

Date: 04/26/2018 05:20 PM 

To: Wilshire Center BID <info@wilshirecenter.com> 

Mike, 

That's a good development. By the way, the link to the address is Vermont Ave. 
in Glendora. 

On Wed, Apr 25, 2018 at 12:41 PM, Wilshire Center BID 

< nfo@wilshirecenter.com > wrote: 

Good Afternoon WCBIC Board Members, 

After several discussions about the homelessness crisis in our district, Council 
President Herb Wesson has decided to build a much needed Emergency 
Homeless Shelter for 100 to 130 people with 24/7 services and security in the 
WCBID. 

We are working with Council District 10 to introduce a motion to evaluate all 
issues prior to installation. We will be having a press conference with the 
Mayor and Council President on Wednesday, May 2nd 8 am to 8:45 am at 682 
S. Vermont Ave . Please let me know if you are able to attend. 

I will send more information later. 

Thank you, 

Michael Russell 
Executive Director 

Wilshire Center Business Improvement District (WCBID) 

mike@wilshirecenter.com 

www.wilshirecenter.com 

facebook.com/wilshirecenter 

IG: @WilshireCenterBID 
213-487-7003 

3600 Wilshire Blvd., Suite 1032 

Los Angeles, CA 90010 
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